P.I.

Module 5-1
Lesson Topic 5-1-2

ANSWERS:
Probable cause:

1.  Synchronizer Power Supply fuses Fl, F2, F3, F4

2.  Output of resolver Driver Card A3A1.

Corrective action:

1.  Replace fuses.

2a. Replace A3A1 card.

2b. Repair/replace XAl.

58. After the troubleshooting of an avionics
system has been completed, the defec-
tive major unit, module/circuit card or
component part must be repaired or re-
placed .

An Illustrated Parts Breakdown (IPB) is
provided for aircraft and avionics systems
This lesson topic provides an explanation
of an IPB for avionics systems using the
IPB for the airborne search radar trainer
as an example.  The format of an IPB con-
sists of four sections:  1.  Section I is
the Introduction; 2.  Section II is the
Group Assembly Parts Lists; 3.  Section III
is a Numerical Index and; 4.  Section IV

is the Reference Designator Index. Read
section I of the IPB before proceeding. Fl on Power Supply.
